Light and Lighting Volume 69 


Index to authors 


page 


BOUD, J. K. The use of track in lighting design 108 


CORBETT, A. National Theatre: architectural lighting 224 


ENTROP, J. P. Sports floodlighting at the Montreal Olympics 233 
HALSTEAD, M. B. Colour rendering systems and their 

applications 

HARKER, S. Lighting in the home 
HODGKISS, D. Lighting materials and 
components 

HOLMES, J. G. Lights on the road 
HOLMES, J. G. The road surface is part of the road lighting 


244 
254 


33, 72, 116, 164, 257 
193 
204 


JEWESS, B. Portable illuminance meters reviewed 28 


LAWRENCE, D. J. A standard for emergency lighting equipment 149 


Subject index 


page 

Aids to the driver at night 190 
APLE conference and exhibition 213, 248 
Appraisal, lighting, of Europa House 15 
Architects’ offices, Camden 20 
Aylesbury Civic Centre fete) 
Ballast, semiconductor-choke sox 210 
Basildon: new station for a new town 9 
Book reviews 40, 83, 123, 176, 218, 262 
Brightshow, London 70 
Bristol, cigarette factory and offices 64 
British Standards 84, 119, 123, 176, 218, 262 
BSES 58 
BSRIA 181 
Buildings and the user II 


Cambridge, extension to Fitzwilliam Museum 56 
Cambridge station renovation 8 
CEI 88, 195, 218, 222 
CIBS 85, 125, 1795 
CIE 
Publications 
Statement on vehicle lighting in lit streets 
The clE and the practical engineer 
Cigarette factory and oftices, Bristol 
City & Guilds 
Modules accepted 
Civic Centre, Aylesbury 
Civic Centre, Harrow, phase 1 
Civic Centre, Hounslow 
‘Coatings 
Colour rendering systems and their applications 
Columns, less lethal lighting 
Compact fluorescent lamps of high efficacy 
Concorde check-in area, Heathrow 
Conferences 
Buildings and the user 
Energy conservation and management 
German speaking lighting conference 
1ES National Lighting Conference 
Using electricity effectively 


November/December 1976 


page 
LUMSDEN, W. K. Effective task lighting using polarized light 160 
190 
208 


MOORE, R. L. Aids to the driver at night 
MOORE, R. L. Less lethal lighting columns 
MUIRHEAD, S. St Mary’s Heritage Centre, York 


PARKER, P. D. The semiconductor-choke sox ballast 
PASSMORE, T. Lighting materials and components 
PHILLIPS, D. R. H. Offices: naught for your comfort 
PILBROW, R. National Theatre: stage lighting 


SLATER, A. I. Design requirements for desk luminaires 
TANDY, E. W. Lighting in the home 


WALDRAM, J. M. Seeing to drive 
WILLIAMS, D. Civic Centre, Aylesbury 
WRIGHT, W. D. Seeing to drive at night 


page 

257 

180 

61, IOI, 203, 239 


Control gear — introduction 
Correspondence course in lighting 
Correspondence 


Darlington, railway station museum 53 
Decor International exhibition report 172 
Decorative lighting in hotels II5 
Design requirements for desk luminaires 162, 239 


61, IOI 
99, 137, 138 


Economics of fluorescent lighting 

Education 

Effective task lighting using polarized light 

Electrex 

Emergency lighting code—getting people to use it 

Emergency lighting 84, 149, 180 

Energy conservation and management 59 

Energy management in lighting 88 

Engineers Registration Board 15, 63, 126, 195, 203, 241 

Equipment surveys 
Emergency lighting 
Lighting track 109 
Hazardous area luminaires 143 
Portable illuminance meters 28 

Exhibitions 
APLE 213, 252 
Brightshow, London 70 
Decor International 172 
Electrex 71, 168 
Hanover Fair 165 
Salon International du Luminaire 
Scandanavian Lighting Fair, Gothenburg 

Extension to Fitzwilliam Museum, Cambridge 


I5I 


Factory lighting 
Finance for Industry offices, Waterloo 
Fitzwilliam Museum, Cambridge, extension to 
Fluorescent emergency luminaires 

Equipment survey 

Reader’s letter 


Gatwick air terminal expansion—a progress report 





Index for 1976 (continued) 


Gloucester Cathedral—the Great Cloister 


Hanover Fair 1976 

Harrow Civic Centre, phase I 

Hazardous area luminaires : equipment survey 
Home, lighting in the 

Honorary 1&s Membership 

Hotels, decorative lighting in 

Hounslow Civic Centre 


I didn’t see it! 

IES 
Honorary Membership 99 
Lighting Guide: Building & Civil Engineering Sites 35 
Membership 15, 63, 102, 139, 202, 241 
National Lighting Conference 128 
President, Officers and Regional Chairmen 201 
Technical Education Council 99 

Illuminanance meters, portable, reviewed 28 

Import terminal, Paddock Wood 9 

Industry 36, 74, 119, 172, 215, 258 

Installations 3, 5 43, 45, 87, 89, 126, 183, 223 


Lamp colours for health service use 87, 203 
Less lethal lighting columns 208 
Lighting education IOI 
Lighting for North Sea oil and gas production 140 
Lighting for travelling 

Basildon: new station for a new town 

Cambridge station renovation 

Gatwick air terminal expansion—a progress report 

Import terminal, Paddock Wood 

York station relit with high pressure sodium 
Lighting in the home 
Lighting materials and components 
Lighting Research & Technology 
Lighting track: using it and choosing it 108 
Lights on the road 193 
Liverpool Post & Echo offices 22 


254 
33, 72, 116, 164, 257 
84, 176, 219 


Montreal Olympics, sports floodlighting for the 
Museum lighting 


233 


National Exhibition Centre 
National Gallery extension 
Nationa! Railway Museum, York 
National Theatre 

Naught for your comfort 

Notes and news I, 41, 85, 125, 179, 221 
Obituaries 102, 240 
Office lighting, what do we want from? 18 
Office lighting 64 
Oil and gas production, North Sea, lighting for 140 
Olympics, Montreal, sports floodlighting for the 233 


page 
Paddock Wood, import terminal 9 
People in the news 39> 77, 122, 175, 217, 259 
Plastics 33, 72, 116 
Polarized light, effective task lighting using 160 
Portable illuminance meters reviewed 28 
Product news 36, 75, 119, 172, 215, 258 
Profession II, 58, 99, 137, 195, 238 
Publications 40, 83, 123, 176, 218, 262 
Putting on display 46 


Railway station museum, Darlington 53 
Readers’ letters 
Design requirements for desk luminaires 
Economics of fluorescent lighting 
Fluorescent emergency luminaires 
Lamp colours for health service use 
Lighting education IOI 
Proposed IEs/cIBs amalgamation 239 
Ripple control for London lighting 88 
Road surface is part of the road lighting 204 


239 
61, IOI 
203 
203 


Safety and efficiency in the building industry 35 
Safety Mark, BSI 119 
Safety on the road at night 184 
St Mary’s Heritage Centre, York 54 
Salon International du Luminaire 68 
Scandinavian Lighting Fair, Gothenburg 118 
Seeing to drive 185 
Seeing to drive at night 189 
SOx ballast, semiconductor-choke 210 
Sports floodlighting at the Montreal Olympics 233 
Standard for emergency lighting equipment 149 
‘Standard luminaires at standard spacings’ 23 


Technical Help for Exporters 84 
Technician Education Council 99, 137 
The industry 36, 74, 119, 172, 215, 258 
The profession II, 58, 99, 137; 195, 238 
The road surface is part of the road lighting 204 
The semiconductor-choke sox ballast 210 
The use of track in lighting design 108 
Three civic centres 90 
Trade literature 40, 84, 124, 177, 220, 262 
Traffic signs regulations 86 


Vehicle headlights 4! 
CIE statement 192 
Testing 181 

What do we want from office lighting? 

York, National Railway Museum 


York, St Mary’s Heritage Centre 
York station relit with high pressure sodium 


Light and Lighting 





“eo 











